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Mr. L„ X. mU 
Deputy Director 
Central Intelligence Agency 
Washington 25 , D. C, 


Public Buildings Service 

Washington 25 , Z). C. 


Mil 


||' * IMP 

la Reply Refer To* ft 


Dear Mr, White* 


The $x®£ 0 C Sure with respect to General Services Administration 
Circular So, IDS, Revised, outlined in your letter of May 18, is 
acceptable to the MmlBietratiaau 

Redans* the date with respect to personnel, space occupancy, 
sad anticipated requirements is classified, you will subnit your re-* 
pay %• infernal contact as in the past. This contact should be made 
with Sr, W, A, Scheldt, Deputy Director, Buildings Management Division, 
Mr, Scbaidt is located in Roe® 4341, General Services Building, tele- 
phone code 356, extension 787, 

Sincerely yours. 


x. *«* 

Ccflffidsaloner of P ufclie Ball dings 
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